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/ There is a reflection of what x was talking aout, your Ir^ / 0' \c nrm l^nga.-nf , ..±hf> 

; basic fact, on page 1, graf 5, your l). You say the body rCachedT^^iiesb a at n enri thfaD 

autopsy began at 8, ask when the pictures^and a- -ays were takenr^and^say-it-took 2 hours, 

at least 1 \Jz for the body to get from Andrews to .^ethesda, £'ve forgotten what is said 

to be the prcise time of arri va l at the hoa^itnl^nnd^wh en -the pictures were taken or when 

the cutting-up began, but as l~~r emea^ r7~ it 4 j.m, ~3 ^~Bdrkley had the radio operator 

make arrangeme^ns from AFl~~for the adto rsv "Tobe ,doneat Bethesda. There v/as da no trickery 

with the ambulance, When it left Andrews and when it got to bethesda is recorded. J"t was 

about u half hour. The first X-rays were taken in the X-ray room before the body was 

taken to where the auti^sy was done. I don't recall the time on the picture— taking. Other 

. X-rays were taken during the autopsy with a portable machine. 

' — 

Yes, £o do try to be precise, whether in letters or in conversation on this s ubj ect. 
A his is not being "super-legalistic," It is simply being accurate » [Ls H , 





